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Yale University 

Andrew Rudczynski, Pli.D. 

VIOLATION OF FEDERAL REGULATIONS 

ADDRESS (Street, City, State, Zip Code) 

Office of Research Administrator 

47 College Street Suite 261 Y 

New Haven, CT 06510 


The Department of Agriculture has evidence that on or about June 23, 2014 you or your organization 
committed the following violation of Federal Regulations: 

9 CFR, SECTION Failure to 


3-130 • if potable water is not accessible to the animals at all times, it 

must be provided as often as necessary for the health and 
comfort of the animal. Frequency of watering shall consider 
age, species, condition, size, and type of the animal. All water 
receptacles shall be kept clean and sanitary. 

(Two single-housed Peromyscus mice were found dead when an 
automatic water-equipped rack was incorrectly installed, the animals 
had no access to water.) 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and 
diseases and assure the humane treatment of animals. Since violations of the regulations can have serious and costly 
impact detrimental to the public interest, you are warned of this violation. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 
violation, please contact the listed APHIS Official. 
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